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BILL NO. S-97-03--~ 
SPECIAL ORDINANCE NO. S-_ ol 7-47 


AN ORDINANCE CERTIFYING AND APPROVING 
THE NEED FOR THE SERVICES OF A 
CONSULTANT TO PROVIDE PROFESSIONAL 
ENGINEERING SERVICES TO ASSIST IN THE 
DESIGN AND CONSTRUCTION SERVICES FOR 
PROVIDING A RELIEF SEWER TO THE EXISTING 
G.S. INTERCEPTOR AND REVISING THE 1979 
HARBER DITCH INTERCEPTOR EXTENSION 
DESIGN. 


WHEREAS, the City of Fort Wayne through its Board of Public Works, pursuant to 
State of Indiana Statutes and the provisions of Chapter 51 of the City of Fort Wayne Code of 
Ordinances, implements and enforces the rules and regulations for the safe, economical and 
efficient management and operation of the City of Fort Wayne’s sewage works; and 

WHEREAS, Chapter 51, Section 51.015(H) of the of Fort Wayne Code of 
Ordinances provides “A new connection may be made to a city sewer or sewers connected 
to the city system only after there has been adequate assurance by the City that the 
downstream facilities of the sewage works have adequate capacity to transmit and treat the 
new waste loadings;” and 

WHEREAS, the 1994 Wastewater Facilities Master Plan indicates a capacity 
problem in the G. S. Interceptor causing surcharging and backups; and 

WHEREAS, the City of Fort Wayne, through its Board of Public Works, desires to 
relieve sewer backups in the system served by the G.S. Interceptor and the 15” and 18” 
sanitary sewers north of the sewers serving the airport by extending the Harber Ditch 
Interceptor; and 

WHEREAS, the City of Fort Wayne, through its Board of Public Works, desires to 
capture, control and maximize the flow to the Water Pollution Control Plant; and 

WHEREAS, the Board of Public Works desires to hire a consultant for professional 
engineering services to assist in the design and construction services for providing a relief 
sewer to the existing G.S. Interceptor; and 

WHEREAS, the City of Fort Wayne does not have the capability of performing this 
work with in-house forces; and 

WHEREAS, it is anticipated that the amount to be paid to said consultant, on an 
annual basis, will be in excess of $100,000.00. 

NOW, THEREFORE, BE IT ORDAINED BY THE COMMON COUNCIL OF THE 
CITY OF FORT WAYNE, INDIANA: 
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SECTION 1. The Common Council of the City of Fort Wayne hereby certifies and 
approves the need for the services of a consultant to provide professional engineering 
services for the design and construction services providing relief sewer to the existing G. S. 
Interceptor. 

SECTION 2. This Ordinance shall be in full force and effect from and after its 


passage and any and all necessary approval by the Mayor. 


7 Carport 
CofAcil Member 


APPROVED AS TO FORM AND LEGALITY 


J. Timothy en City Attorney 


MEMORANDUM 


TO: Common Council Members 

FROM: Wendy L. ATA ħa Improvement Manager 

DATE: March 11, 1997 

RE: Resolution Approving the Spending of More Than $100,000 per Year for 


a Consultant(s) 


The G.S. Interceptor and the 15-inch and 18-inch sanitary sewers north of the airport 
were identified in the recently completed Capacity Improvements Study for the St. Marys 
Interceptor Basin as being overloaded. The purpose of this project is to alleviate the 
current problem of the overloaded G.S. Interceptor serving the southwest portion of 
City’s service area and the 15-inch and 18-inch sanitary sewers north of the airport. This 
project will focus on providing a 30-inch relief sewer to parallel the existing G.S. 
Interceptor, paralleling Fairfield Ditch from Lower Huntington Road to the siphon inlet 
structure southwest of Foster Park and east of Bluffton Road. This project will also 
revise the 1979 Harber Ditch Interceptor Extension design so that it can be constructed. 
The design of these projects are funded by the sewer utility revenue and construction of 
these projects will be funded by a TIF bond. The City of Fort Wayne, Division of 
Utilities, does not have the in-house personnel to do this work and desires to hire 
Consultant(s) for professional engineering services to assist in the design and 
construction management on the proposed relief sewers. 


DIGEST SHEET 


TITLE OF ORDINANCE _ SPECIAL ORDINANCE 


DEPARTMENT REQUESTING ORDINANCE PUBLIC WORKS/WPC ENGINEERING 


SYNOPSIS OF ORDINANCE _APPROVES CONSULTANT FOR PROFESSIONAL 


ENGINEERING SERVICES FOR THE DESIGN AND CONSTRUCTION MANAGEMENT 


OF RELIEF SEWERS FOR THE EXISTING G.S. INTERCEPTOR/SANITARY 


SEWERS/ST. MARYS INTERCEPTOR BASIN. 


EFFECT OF PASSAGE CONSULTANT SERVICES ARE APPROVED. 


EFFECT OF NON-PASSAGE CONSULTANT SERVICES ARE NOT APPROVED. 


MONEY INVOLVED (DIRECT COSTS, EXPENDITURES, SAVINGS 


ASSIGNED TO COMMITTEE (PRESIDENT) 


, (and the City.2lan Commission for recommendation) 
and Public Hearing to be held after otice, at he Common Council Conference 

Room 128, City-County Building, Fort Wayne, Indiana; 
the day 
o'clock Mees I, 


DATED: D-AS- Mae 


Read the first time in full and on motion by orud tid ; 
and dulv Loo read the second time by title and referred to thelLommittee on 


es 


SANDRA E. KENNEDY, CITY CLERK 


Read the third time in full and on motion by tA) y 
and duly adopted, placed on its passage. PASSED O57 
by the following vote: 
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TOTAL VOTES g 
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HALL fans 
HAVHURST ee 
HENRY e 
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SCHMIDT 
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DATED: 


SANDRA E. KENNEDV, CITV CLERK 


Passed and adopted bv the Common Council of the Citv of Fort Wavne, Indiana, 


E L) (SPECIAL) 


(ZONNE? ORDINANCE RESOL-UTIQAL-AI0. LA NA 
on the m day of hare EZ 


7 Zr. . SEAL 
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SANDRA E. KENNEDY, CITY CLERK g PRESIDING FTIT l- 


Presented by me to the Mayor of the City of Fort Wayne, Indiana, on the 


Get day of lepri ð E LI ; 


at the hour of PEA 20 ; o'clock 


SANDRA E. KENNEDY, CITY CLERK 


Approved and signed by me this hk day 


of pot Rous) 4) , at the hour of J> Jo 


o'clock A Meee Salk X 
AU 


PAUL HELMKE, MAVOR 
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BILL NO. S-97-03-11 
REPORT OF THE COMMITTEE ON FINANCE 


JOHN N. CRAWFORD - DONALD J. SCHMIDT - CO-CHAIR 
ALL COUNCIL MEMBERS 


WE, YOUR COMMITTEE ON FINANCE TO WHOM 
WAS REFERRED AN (ORDINANCE) (RESOKXXXXÀN) certifying and 


approving the need for the services of a consultant to provide 


professional engineering services to assist in the desian and 


construction services for providing a relief sewer to the existin 
.9. Interceptor and revising the 1979 Harber Ditch Interceptor 
Ein ee ee ee ee 


HAVE HAD SAID (ORDINANCE) (RESOOWSNOM) UNDER CONSIDERATION 
AND BEG LEAVE TO REPORT BACK TO THE COMMON COUNCIL THAT SAID 
(ORDINANCE) (REQAGKEMKKANX 


DO PASS DO NOT PASS ABSTAIN NO REC 
Lynd Ley Dd 
A ALKA YK 


DED 


DATED: VA fe A 


Sandra E. Kennedy 
Clty Clerk 


